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the whole of the British hematite and bask pig Iron could have been
made In ten properly Integrated units. Nevertheless, some iron-
making districts were able to produce at a low cost, e.g. the South
Midlands,, though neglected., was one of the cheapest sources of pig
iron.
It is concluded that, although the deterioration of the Industry
was Influenced by unfavourable post-war factors beyond its control,
there is evidence of long-standing neglect of plant development and
organization In anticipation of the trend of pig-iron making.